INTERIOR  OF  GROTTO  OF  THE  BLESSED  VIRGIN    DICKEYVILLE,  WIS. 


The  Grotto  of  Christ,  the  King,  and  of  Mary, 
His  mother,  was  conceived,  designed  and 
built  by  a  priest  from  thousands  of  pebbles, 
stones,  shells,  and  corals  from  all  parts  of  the 
world.  Its  beauty  and  originality  must  be 
seen  to  be  appreciated. 
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